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Message Text 


UNCLASSIFIED 

PAGE 01 BAMAKO 04030 081454Z 
43 

ACTION AF-08 

INFO OCT-01 ISO-OO ONY-OO /009 W 

013932 

P 081222Z NOV 76 

FM AMEMBASSY BAMAKO 

TO SECSTATE WASHDC PRIORITY 5067 

UNCLAS BAMAKO 4030 

FOR AF/EX ONLY 

E.O. 11652: N/A 
TAGS: AFSP ML 

SUXJECT: SECRETARY OF THE YEAR AWARD 
REF: STATE 239209 

1 . FOLLOWING IS ADDITIONAL COMMENT ON CATHERINE LEONARD 
COVERING HER TDY IN B AMAKOHRDURIN G MAY 1976. ON NIGHT 
PRIOR TO HER DEPATURE SHE WAS GUEST OF HONOR AT DINNER 
BY OTHER EMBASSY PERSONNEL. AT APPROXIMATELY MIDNIGHT 
THE HOST LEARNED THAT ONE OF THE EMBASSY STAFF HAD TO LEAVE 
ON EMERGENCY TRAVEL AT 6:00 A.M. THE FOLLOWING MORNING. 
CERTAIN DOCUMENTS HAD TO BE PREPARED IN FRENCH. MISS 
LEAONARD WENT IN TO THE EMBASSY AND HELPED TO PREPARE THOSE 
DOCUMENTS. 

2. MISS LEONARD DID NOT HESITATE TO HELP OUT HER LAST 
NIGHT HERE AND, AS USUAL, HER CONTRIBUTION WAS IMPORTANT. 
BYRNE 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: Z 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 
Concepts: n/a 
Control Number: n/a 
Copy: SINGLE 
Draft Date: 08 NOV 1976 
Decaption Date: 28 MAY 2004 
Decaption Note: 25 YEAR REVIEW 
Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976BAMAK004030 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760415-1304 
From: BAMAKO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19761 1 72/aaaackgk.tel 

Line Count: 45 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION AF 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: ONLY 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: ONLY 
Reference: 76 STATE 239209 
Review Action: RELEASED, APPROVED 
Review Authority: oatisao 
Review Comment: n/a 
Review Content Flags: 

Review Date: 02 MAR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <02 MAR 2004 by chicheje>; APPROVED <23 AUG 2004 by oatisao> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 

Secure: OPEN 

Status: NATIVE 

Subject: n/a 

TAGS: AFSP, ML 

To: STATE 

Type: TE 
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